THE  REBUILDING  OF  LONDON

principle behind all the rebuilding laws. London could not be
allowed to lie waste. It had to be rebuilt as soon as possible. If
there were proprietors who would not, or could not, do their
share, then their rights would have to be valued and cancelled.
They were to be paid off so that the community could go on.
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